REGISTER OF 

CLASSIFICATION DECISIONS 


Title of Publication: 

Blitz The League 

Other Known Title: 

Blitz: The League 

Format: 

Console Game 

Dir e c tor / Author: 

Not Stated 

Producer/Publisher: 

Adam Boyes 

Country of Origin: 

USA 

Language: 

English 

Applicant: 

The Film and Video Labelling Body Inc. 

Distributor: 

Gamewizz Digital Entertainment 

Classification: 

Objectionable except if the availability of the 
publication is restricted to persons who have attained 
the age of 16 years. 

Descriptive Note: 

Contains dmg use, violence and sexual references. 

Display Conditions: 

on film 


When the film is in its inactive state: 

Nil. 

When the film is in its active state: 

The film must be publicly displayed only in premises, 
or a part of premises, set aside for the public display 
of restricted publications (whether or not articles 
other than restricted publications are also displayed in 
those premises or that part of those premises). 

on poster 

Nil. 
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Date of entry in Register: 12 March 2007 

Date of direction to issue a label: 09 March 2007 
OFLCNo: 700218 

Unexcised version of publication: 



Components 


Game: 

Blitz The League 


Timed components: 

Stranglehold 

1.35 


Mortal Kombat: Armageddon 

2.01 


The Wheelman 

3.27 

Total running time: 


7.03 


Excisions: No Excisions Recommended 

Reasons for excisions: 

Not Applicable 

Summary of reasons 
for classification: 

Not Applicable 
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